Deposition - Firs. HENRIETTA M, ROSS, March 25, l9Sh r 6 H 123 -U. 

Questioning by Mr. Arlen Specter s Assistant Counsel, Varren Commission, 

Mrs. Ross is an operating room technichan. She was on guard outside the 
operating room and saw the stretcher under Jiraison s s control outside of Room 3, 

Deposition - R. J. JIMISGE, March 21, L 96 I 4 , 6 H 12£-6. 

Questioning by Specter, 

Jimison is a Parkland Hospital Orderly, He helped transfer Connal ly 
from the stretcher to the operating table, and he put the stretcher on the ele- 
vator. He said there was nothing unusual on the stretcher. No bullet. He also 


had been rehearsed 


